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PAGE 01 STATE 178826 

60 

ORIGIN CU-04 

INFO OCT-01 EUR-12 ISO-00 USIA-15 /032 R 

DRAFTED BY CIJ/FF.:KSWII,I JAMS 
APPROVED BY CU/EE:SWISE 
DESIRED DISTRIBUTION 

CUA"SS:CABROWN; USIA/IEU:RMILL; USIA/ICS:RJOYCE; EUR/EE:HGILMORE 

118274 

P292141ZJUL75 

FM SECSTATE WASHDC 

TO AMEMBASSY BELGRADE PRIORITY 

UNCLAS STATE 178826 

E.O. 11652: N/A 

TAGS:OEXC, YO (MAJOR, CLARENCE) 

SUBJECT: AMSPEC FOR STRUGA POETRY FESTIVAL 
REE: BELGRADE 3825 

1 . MAJOR DELIGHTED AT PROSPECT ATTEND STRUGA POETRY 
FESTIVAL. HOWEVER, HE STARTS NEW JOB AT HOWARD UNIVERSITY 
ON SEPTEMBER TWO, AND WOULD PREFER LEAVE YUGOSLAVIA ON 
AUGUST THIRTY-ONE. HE IS ALSO WILLING TO ARRIVE BELGRADE 
AUGUST TWENTY-SIX FOR ANY OTHER PROGRAMMING POST MIGHT PLAN. 

2. PLEASE ADVISE SOONEST. INGERSOLL 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 

Draft Date: 29 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 78826 

Document Source: CORE 

Document Unique ID: 00 

Drafter: KSWILLIAMS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750261-0915 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 975071 1/aaaaajsf. tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 BELGRADE 3825 
Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 FEB 2003 by ThomasVJ>; APPROVED <02 FEB 2004 by hartledg> 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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